Citywide Paper Ballot Recap 





Valid 
Absentee 
Ballots 


Affidavit 
Ballots 


BMD 


Emergency 


Totals 


Ivldll r IdlldM 


5,942 


9.927 


360 


1,398 


17,627 


Bronx 


2,432 


7,648 


169 


1,382 


11,631 


Brooklyn 


5,143 


18,080 


358 


6,490 


30,071 


Queens 


5,419 


8,909 


57 


1,100 


15,485 


Staten Island 


2,304 


1.250 


31 


92 


3,677 


Citywide Totals 


21.240 


45,814 


975 


10,462 


78,491 



* Manhattan - Missing 1 ED (83/67) Returns 
*Staten Island - 1 Envelope Missing 49/62 



Totals as of 9/12/2013 at 6:21 PM 



NEW YORK CITY BOARD OF ELECTIONS 
CITY WIDE PAPER BALLOT RECAP - Primary Election 2013 - 09/10/2013 - Delivery Method = All 



BOROUGH 


CUMULATIVE 
DISTRIBUTION 
OF BALLOTS 


BALLOTS 
RETURNED 


PRELIMINARY 
STAFF REVIEW 
(INVALID) 


TOTAL VALID 


MANHATTAN 


11,239 


6,678 


724 


5,942 


BRONX 


5,553 


3,211 


779 


2.432 


BROOKLYN 


12,769 


7,602 


2,457 


5,143 


QUEENS 


1 1 ,692 


7,623 


2,204 


5,419 


STATE N ISLAND 


5,327 


2.813 


509 


2,304 


TOTAL: 


46,580 


27,927 


6,673 


21,240 



9/12/2013 6:20:24 PM 



1 of 1 



